From: 

Sent: 

To: 

Subject: 


Piro, Peter (DPH) <Peter.Piro@state.ma.us> 
Monday, April 11, 2011 1:47 PM 
1 Nassif, Julianne (DPH) 1 

RE: Check of Lab Weights Against Certified Weights 


Do you like the form or can you think of others sources of error? 
-Original Message- 

From: Nassif, Julianne (DPH) [ mailto:Julianne.Nassif@state.ma.us ] 
Sent: Monday, April 11, 2011 1:27 PM 
To: Piro, Peter (DPH) 

Subject: RE: Check of Lab Weights Against Certified Weights 
What's the question? 

-Original Message- 

From: Piro, Peter (DPH) [ mailto:Peter.Piro@state.m a.us] 

Sent: Monday, April 11, 2011 11:33 AM 
To: Nassif, Julianne (DPH) 

Subject: Check of Lab Weights Against Certified Weights 


Sorry, another QC Form for the Drug Laboratory that's really overdue. 

Please advise. 

-Original Message- 

From: itsscanner@massmail.state.ma.us [ mailto:itsscanner@massmail.state.ma.us ] 
Sent: Monday, April 11, 2011 11:17 AM 
To: Piro, Peter (DPH) 

Subject: 

This E-mail was sent from "RNPF153BC" (Aficio MP 3350B). 
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Queries to: itsscanner@massmail.state.ma.us 
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